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2.75 (b) ( 1 ) 

RECORDS; DEALERS A hID EXHIiUORS. 

- There were 15 hngi tail lemurs on Une iny enter/ list and only 1 3 ring tail lemurs in the parH at the time ol the 
in^peclipn. Alap, Chare ’wbjs a 5 week and 5 da/5 old ’whita atripad tigar pub bam at the park that was ngt grt the 
inventor/. 

All animals dwnad or held by iha tapilit/ must be racordad on an invantary record. The racoida shall includa any 
offspring bom of an/ animal while in his or hter possession or urtder his or her oontrol. These records must be kept 
op to date, and must indicate the disposition of any animal on the list, 

Corrected b/: 1 Feburar/£0t6 
3-80 (a) (2) (ii) 

PFIINARY ENCLOSURES, 

The indoor area oi the vervet enclosure has ptwer cords from a heat lamp plugged irrto an electrical outleJt on the 
wall. Thasa live alaofripal wires arxd pullet^ wars within ra^h pt |he vpival, ppaing a riak gf injury |p thp animal. Tha 
llcons&o must onsuro this aroo Is sale by removing or covering tho outlet and powa/ cords. 

Corrected the day oi the inspection, 


3.125 (a) REPEAT 

FACILITIES. GENERAL 

- The hyena enclosure has a large hole in the wall of the Itx^out, with loose wires and sharp points protruding into the 
grtglpspre. Thpra were brgken boards with aiippsed sharp pointa gn the ground in the Igckpul- Thia la a risk ol injury 
or entrapment to the animal, and also makes Iho lockout area Inetlectrvo. 

- The onclp&urg housing three white ligara ha'a ovpased naiE heads on Iha lo-wer resting platlorm as wall as looso 
boards 

- Tha carnal enclosure has a partially detached lence rail with exposed nails. Inside ihe Ironi shelter are several 
broken boards, exposed nail heads, and a piece of jagged wood still attached to the wall. 
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The tacility must be conslrucled pt sijch matarigi and al 5UC*1 gtrEfigdh gg apprgprigle 1pr the animaig involved - Thw 
indoor and outdoor housliig taalltlss sltall bo -suucijrally sound and shall bo mamtainod In good ropair to protect tha 
animals from injury and to contain the animals. These Hems wgfe corrected tbe day of Ihe inspection. 


Inspection and exit interview conducted by Debbie Cunningham <VWO), Wchael Tygart {VMO), and facility 
representglive. 
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